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NARA RG104, Entry 1, Box 193 


[Abstract:] Joseph Siegfried says he has found out where there is an 1804 dollar... 


Bath 
May 22, 1896 


U.S. Mint 
Dr Sirs, 


I have found out where one America Dollar is Date 1804 would you and please sent me 
what it is worth by next mail. Please be so kind. 


Yours Truly 

Sylvester Joseph Siegfried 
Bath 

Noe Co. 

Pa. 


[Enclosed note: ] 


A genuine United States dollar of 1804 is worth $500.00 to $600.00. There are many 
dollars that bear the date of 1804 that are alterations of the dollars of 1800, 1801, 1802, or 1803 
by removing the last figure of the date, and inserting a 4. Which is so well done, that only experts 
can detect the alteration. The altered ones are not worth more than $4.00 to $5.00. He better have 
the coin examined by a competent coin expert before purchasing. There are a great many more of 
the altered ones in existence than the genuine. 


MC. 


